


OFFICIAL RETURN OF VOTES 
ELECTIONS DIVISION 
OFFICE OF THE SECRETARY OF STATE 


Election 


PRESIDENTIAL PRIMARY (03/01/2016) 


Town 

PEACHAM 

District 



1. 

Total Registered Voters on checklist for this polling place: 

655 

2. 

Total Number of Voters checked off on the entrance checklist: 
(this includes absentee ballots) 

298 

3. 

Total number of absentee ballots returned: 
(Include this count in Line 2) 

35 

4. 

Total number of ballots voted by TELEPHONE: 

0 

5. 

Total number of DEFECTIVE ballots (not counted but name checked off checklist): 
(certificate not signed but name given; voted ballot not in envelope; voter identity 
disclosed, etc— Do Not include SPOILED ballots that were returned at the polls & voter 
was given a new ballot) 

0 

6. 

Total number of ballots counted: 

(Line 2 - Line 4) 

298 


Total number of ballots counted for DEMOCRATIC 

191 


Total number of ballots counted for REPUBLICAN 

107 

7. 

Total number of PROVISIONAL ballots (to be sent to Secretary of State): 

1 

8. 

TOTAL number of ballots voted: 

(Line 4 + Line 5 + Line 6 + Line 7) 

299 


IF Line 2 (voters checked off on the entrance checklist) and Line 8 (total ballots voted at the polling place), do not agree, please 
explain the discrepancies either below or on an attached paper. Explain any discrepancies below: 


Provisional Ballot, Voter was registered in another town. They still wanted to vote anyways. Ballot not counted, mailed to 
VT SOS. 


Ballot bag seal #: 



0 I hereby certify, under the pains and penalties of perjury, that the information provided is true and accurate to the 
best of my knowledge, information, and belief.By checking this box, no signature is needed and you agree to the 
terms and conditions under Vermont law. 
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OFFICIAL RETURN OF VOTES ENTRY 


Election 


PRESIDENTIAL PRIMARY 


Town 

PEACHAM 

District 



Name on Ballot 

Party 

Town of Residence 

Vote Cast 


US PRESIDENT 


Vote for not more than ONE 

HILLARY CLINTON 

DEMOCRATIC 

NEW YORK 

24 

ROQUE "ROCKY" DE LA FUENTE 

DEMOCRATIC 

CALIFORNIA 

0 

MARTIN J. O’MALLEY 

DEMOCRATIC 

MARYLAND 

0 

BERNIE SANDERS 

DEMOCRATIC 

VERMONT 

166 

TOTAL WRITE IN COUNTS 



0 

OTHER WRITE IN COUNTS 



0 

SPOILED VOTES 



1 

BLANK VOTES 



0 

TOTAL VOTES COUNTED 



191 


US PRESIDENT 



Vote for not more than ONE 

JEB BUSH 

REPUBLICAN 

FLORIDA 

4 

BEN CARSON 

REPUBLICAN 

FLORIDA 

3 

CHRIS CHRISTIE 

REPUBLICAN 

NEW JERSEY 

1 

TED CRUZ 

REPUBLICAN 

TEXAS 

10 

CARLY FIORINA 

REPUBLICAN 

VIRGINIA 

1 

JOHN R. KASICH 

REPUBLICAN 

OHIO 

40 

RAND PAUL 

REPUBLICAN 

KENTUCKY 

1 

MARCO RUBIO 

REPUBLICAN 

FLORIDA 

22 

RICK SANTORUM 

REPUBLICAN 

VIRGINIA 

0 

DONALD J. TRUMP 

REPUBLICAN 

NEW YORK 

24 

TOTAL WRITE IN COUNTS 



1 

BERNIE SANDERS ( Write-in ) 

REPUBLICAN 


1 

OTHER WRITE IN COUNTS 



0 

SPOILED VOTES 



0 

BLANK VOTES 



0 

TOTAL VOTES COUNTED 




107 
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